From: Hamilton, Darlene [darlene.hamilton@siemens-healthineers.com] 

Sent: 1/25/2018 7:04:15 AM 

To: Tarr, Jeremy M [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=98859532088e4437968231eb6fef6b70-jmtarrl]; Regan, Michael S 
[/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

Subject: [External] Pipeline 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


I ask that you authorize the DEQ to IMMEDIATELY plan for at least 3 more public hearings along the proposed ACP 
corridor to address the economic development, health, safety and environmental concerns being raised, as well as 
claims and information submitted by the Atlantic Coast Pipeline (ACP, LLC) since the close of the original comment 
period. I ask that you take as firm as stance against the ACP as you have against offshore drilling. Both of these 
proposed projects would lock North Carolina into another generation of fossil fuel use, delaying the shift to more cost 
effective and cleaner energy sources, and the adverse impacts would greatly outweigh any benefits. 

More than anything, I do not even want the pipeline to come to our state. We should be leading the way to with 
green energy rather than out dated technology. 


With best regards, 

Darlene Hamilton 

Install Base Administrator 
Customer Administration Services 
Siemens Medical Solutions USA, Inc. 
HC NAM USA BA SV CA CE ADM 
221 Gregson Drive 
Cary, NC 27511, USA 
Tel.: +1 919 463-1942 
Fax: +1 919 468-7722 
www.siemens.com 
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